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1 TRANSMITTAL SLIP r" ,e 


TO: 

ROOM NO. 
REMARKS; 


0L/P§PS 


FROM: 


ROOM NO. 


FOAM NO.Oyl 1 
I FEB 55 *41 


building 


0-D/L 


BUILDING 


REPLACES FORM 36-4 
WHICH MAY BE USED. 


EXTENSION 
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bCUKCi 


DDA 78-0731/3 


8 May 1978 


MEMORANDUM FOR: Director of Communications 
Director of Finance 
Director of Data Processing 
J5 \ rector of Logistics 
^ Director of Medical Services 
Director of Personnel 
Director of Security 
Director of Training 

John F. Blake 

Deputy Director for Administration 
Presentation of 1979/1980 Budget 


FROM: 

SUBJECT: 


25X1 


25X1 


The attached memo is a first-class job and well worth 
reading. Suggest you share it with your Staff and Division 


Chiefs. 


John F. Blake 


Att i 

Memo dtd 4 May 78 to 
DDA, DDO, DDS&T, D/NFAC 
fr DDCI, same subj 



DOWNGRADE TO UNCLASSIFIED 
UPON REMOVAL OF ATTACHMENT 


*2 
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